MONUMENT  RECORD 


State  of  Indiana  -  County  of  Monroe 

Section:  23  Township:  9  North  Range:  1  West  Corner  ID:  Blm  S-17 

Monument  Description  &  Remarks:  Found  crimped  Iron  Pipe,  8"  out  of  ground,  at  South  !4  comer  of  section. 
Metal  fence  post  on  north  side  of  pipe;  broken,  moss  covered  limestone  laying  on  the  east  side  of  pipe.  Old 
barbed  wire  cross  fencing  to  the  north/south  and  east/west. 


